Message 


From; Khan, Annie (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 


01/CN=RECIPIENTS/CN=ANNIE.KHAN] 
Sent: 11/10/2010 1:41:14 PM 



Subject: FW: FW; New Web Address for MassMail — 


Annie 

Drug Analysis Lab 
617-983-6631 (work) 
617-983-6625 (fax) 


From: Khan, Annie (DPH) 

Sent: Wednesday, July 07, 2010 3:00 PM 
To: 'Lawler, Michael (DPH)' 

Subject: FW: FW: New Web Address for MassMail — 


The Commonwealth’s Information Technology Division will be changing the web address of MassMail 
to https://email.state.ma.us/exchange . 


Annie 

Drug Analysis Lab 
617-983-6631 (work) 
617-983-6625 (fax) 
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